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Executive Registry 




4 2 AUG 1959 


STAT 



Major Cenoral Leonard D. Heato 
Surgeon General of the Arm} 
l Main Drive 

Walter Reed Army Medical Center 
Zone 12 

Washington, D. C. 

Dear General Heaton; 

I was delighted to see in the news that the 
President has nominated you for promotion to 
Lieutenant General. 

I think this is particularly well deserved 
and 1 wanted to take this opportunity to add my 
congratulations to the many others I know you 
are receiving. 

W ith every best wish. 

Faithfully yours. 



Allen W. Dulles 
Director 

O/DCI/FMC/mtg (11 August 1959) 
Retyped: O/DCI/ JSE/mtg (ll August 1959) 
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